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STATEMENT OF WORK 
DEVELOPMENT AND PRODUC TION OF 
SYSTEM FIVE - Ml 


The Contractor proposes to provide the necessary engineering 
services, materials, facilities, and labor to accomplish the following 


items of work: 


Item Description 
1 Design, develop, fabricate and laboratory test 


two (2) deliverable models of electronic equip - 
ment for System 5 as described in the Gontractor's 
Technical Proposal (CMGC 1133X5. 43) 


2 Conduct an operational flight test program on one (1) 
of the deliverable models. 


3 Provide three (3) copies each of an instruction 
manual covering the theory of the System and 
describing the maintenance and operation of the 


Tape Transport. 
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Espionage Laws, Title 18 U.S.C., Section 793 and 794 ‘e 
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